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report of mallow court of inquiry. 


The President, Colonel Commandant EL R. 

Rebels on 5th March, 1921, the remainmg Members of the Court having near 
of the following witnesses, viz. : — - 

Military 

“ 

Railway Employees . 

and read the Sworn S tatem"ounty Inspector Captain ^ 

IJJnal Union - ' 

' — 10 OTder; 40 

- t* ^ # 

Mrs^Xhceh^ar^K^ng^wher^y^^oth^^re^wmtnded 11 (Point A^-See attached plan): 
Mar, King subsequently died as the result thereof earl, in the morning of 
lB ‘ ? b TS'the 21 above casualties were caused by shots fired from the Railway Station 

SdV^at W ?df°ok d e 

■ 3 Y That an Ambush had been previously prepared, and that parties thereof were posted 
at Points ‘ B ‘ C ’’ and “ D ’’-[not prmted]-but that there is no evidence to show such 
waf definitely planned agate Captain W. H. King and his wife. That shots were 
tod by Miels from all above tee Points (inter alia) during the evening in questiom 

4 That flte R 1.(3. did, in the execution of their duty, search certain Railway 
Employees and others, and made several arrests. . . v • 

P 5. J That the R.I-C. did remove Signalmen from then respective Cabins without having 

previously provided suitable or any reliefs. ... , • , , >,■ ar . 

P 6 That one Signalman, Joseph Greensmith, received injuries which at his age are 
serious, but the Court are satisfied that he is mistaken m stating same were caused by 

Mlh 7 y That th!> persons arrested (paragraph 4) were despatched in two parties to the 
Military Barracks, Mallow, The first party reached there safely. The second party (wtoh 
included the three Railway Employees since deadj and those who were wounded) came under 
Rebel Fire from the vicinity of the South Signal Cabin (Point E >. [Not 

8. That the Rebel Fire referred to in paragraph 7 was immediately returned by K.I.U, 
and that such ‘ ‘ Return Fire ’ ’ unavoidably caused some of the casualties m the said second 

^ 'g. That from the location and character of the wounds, one of such casualties at least 

was caused by Rebel Fire. • ,, , „ „ A + c„j. 

That one R I C. was at the same time wounded by a Pellet from a Shot Gun, and that 
neither the- Military nor R.I.C. were armed with such weapons on the night m question. 

10 Consequent on the allegations ( see Parliamentary Debate in attached Proceedings) 
not attached.-]— made in the House of Commons, the Court are satisfied from the evidence : 

(a) That Mrs. King did not rush in front of her husband and thereby receive her 

wounds. , 

(b) That it was an unnecessary custom for Railway Employees^ when on duty, to 

remain at Mallow Station after Curfew Hours, because they could obtain Curfew 
Passes without any trouble if they applied for them, as they well knew. 

(c) That Thomas Moylan and the other Railwaymen taken to Military Barracks, 

Mallow, were only searched there twice, namely, once at entrance gate and 
once on admission to Cells, and not five times in the Cells. 

(d) That such Railwaymen were not beaten or subjected to inhuman treatment, or 

in any wise abused at Military Barracks, Mallow. 

(e) That such Railwaymen were not, when released from the Cells at Military Barracks, 

Mallow, told to run, and were not shot at. 

(f) That a member of the R.I.C. did forcibly enter the Railway Refreshment Room 

and obtain stimulant for Mrs. King, and that his action, in the circumstances, 
is considered justifiable. That thereafter such Refreshment Room remained 
open and was entered by some members of the R.I.C. and Railway Staff, but 
that there is no evidence to show who is guilty of the alleged heavy depredations. 

(g) That the Party of Railwaymen,, of which Michael Mahoney was one, had not a 

volley fired into them on leaving the Railway Station for the Military Barracks, 
Mallow, by either Military or Police, neither were they, when wounded, fired 
at by such Forces. 

(h) That the remainder of the allegations made in the House of Commons are not 

borne out by the evidence adduced. 
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